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Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 04614 140827Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO /016W 

141152Z 066632/21 

R 14063 1Z APR 77 
FM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC 7453 
AMEMBASSY MOGADISCIO 

CONFIDENTIAL NAIROBI 4614 

DEPT FOR A/SY/OPS/T, MOGADISCIO FOR PSO FROM RTC 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJ: ACR INSTALLATION - MOGADISCIO 

REF: STATE 072463 

1 . RSO AND OIC/RTC HAVE DISCUSSED POSSIBILITY OF A MORE 
SUITABLE LOCATION FOR THE PROPOSED ACR. AN ALTERNATE 
LOCATION IS NOT AVAILABLE. 

2. IT APPEARS THAT ONE OF THE PROBLEMS IS THE LOCATION 
OF THE SILENCER PANELS ON THE WIDTH WALLS ONLY. TWO 
SUGGESTIONS ARE OFFERED: 

(A) ACR ASSEMBLY MANUAL APPENDIX C ROOM SIZE 9' X 12' 

X 7'B, EXCEPTION TO THIS DRAWING WOULD BE THE RELOCATION 
OF THE DOOR. DOOR WOULD BE RELOCATED ON THE OPPOSITE END 
FROM THE SILENCER PANELS AND CENTERED BETWEEN THEM. 

(B) APPENDIX C ROOM SIZE 12' X 15' X 7'B, EXCEPTIONS 
WOULD BE THE RELOCATION OF THE DOOR AS NOTED IN (A) ABOVE 
AND THE INSTALLATION OF ONLY 9' OF PANELS, INSTEAD OF 12'. 

3. CONFUSION EXISTS ON ACTUAL OUTSIDE ROOOM DIMENSIONS. 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 NAIROB 04614 140827Z 

ACR ASSEMBLY MANUAL, PAGE 52, CONFIGURATION C WOULD INDICATE 
MAXIMUM DIMENSIONS OF 97". DIMENSIONS INCREASED IF 
SILENCER PANELS WERE CONFIGURED AS APPENDIX C ROOM SIZE 
9' X 12' X 7'B. 

4. RSO AND OIC/RTC REALIZES THAT EVEN THE 97" DOES NOT 
PROVIDE INSPECTION ROOM AS OUTLINED IN D 69/46. HOWEVER 
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WITH THE ABILITY TO INSPECT FROM THE FRONT AND FROM THE 
REAR AND THE CRITICAL NEED FOR AN ACR, WE HOPE SY/OPS/T 
WILL CONCUR WITH THE PROPOSED INSTALLATION. 

MARSHALL 


CONFIDENTIAL 


NNN 
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